10       DOCKETED ITEMS

DOCKET 50-3 INDIAN POINT STATION, UNIT 1

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list end.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15,
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list end.

ROSSI,C,E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

S. Reportable occurrences, LERs & related correspondence

9106100224 Followup to 910502 Part 21 rept.consisting of list of customers who pur-
chased NH90 series hydramotor actuators of configuration reported in initial rept.All
customers notified via registered mail.

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director
(Post 870411), 2pp. 58052:091-58052:092.

DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1

Q. Inspection reports, IE Bulletins & correspondence

9106200016 Forwards insp repts 50-016/91-01 & 50-341/91-13 on 910520-24 &
0611.Violations noted but not cited.

GREGER.LR. Region 3 (Post 820201). 91/06/14. ORSER.W.S. Detroit Edison Co.
2pp. 58161:094-58161:103.

-9106200024 Insp repts 50-016/91-01 & 50-341/91-13 on 910420-24 & 0611. Viola-
tions noted,not cited.Major areas inspected:audits & appraisals.changes.training &
qulifications,external exposure controls & internal exposure controls.
JANUSKA.A.G., PAUL.RA, SCHUMACHER.M.C. Region 3 (Post 820201). 91/06/14.
8pp. 58161:096-58161:103.

R. Periodic operating reports & related correspondence

9106050291 Forwards amended 10CFR26 semiannual frtness-for-duty rept for Jul-Dec
1990,consisting of results of licensee & contractor positive drug alcohol tests.
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/05/23. Document Control
Branch (Document Control Desk). 5pp. 58005:259-58005:263.

DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9106100440 Revised EPIPs.including Rev 0 to EPIP 0200-02, "A-Model Status" & EPIP
0200-03, "A-Model Interactions."

HOLMAN.R., KUCZYNSKI.J., EVANS.M. Commonwealth Edison Co. 91/05/28. 31pp.
58092:322-58092:352.

9106100221 Revised Corporate EPIPs.including Rev 1 to CEPIP 2331-01, CEPIP 2300-
01.CEPIP 2033-01.CEPIP 2334-01,Rev 0 to CEPIP 2030-01 & Rev 1 to CEPIP 2312-
01,
* Commonwealth Edison Co. 91/05/31. 54pp. 58094:139-58094:192.

P. Operating license stage documents & correspondence

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASS
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu-
clear Power Station.

GREENMAN.E.G. Region  3  (Post 820201).  91/06/04.  REED.C.  Commonwealth
Edison Co. 2pp. 57932:033-57932:034.

9106200183 Forwards status update for NS-1 waste disposal project at facility & discov-
ery of contaminated dirt east of facility. Waste processing scheduled to begin in Fall
1991 w/ completion scheduled for beginning of 1992.

TAYLOR.D.L Commonwealth Edison Co. 91/06/07. MURLEY.T.E, Office of Nuclear
Reactor Regulation, Director (Post 870411). 3pp. 58200:036-58200:038.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106120042 Forwards safety insp repts 50-237/91-10 & 50-249/91-09 on 910402-
051 e.Noncited violations noted.

SHAFER.W.D. Region 3 (Post 820201). 91/06/05. REED.C, Commonwealth Edison
Co. 2pp. 58017:045-58017:057.

-9106120057 Safety insp repts 50-237/91-10 4 50-249/91-09 on 910402-051 e.Noncit-
ed violations noted.Major areas inspected; licensee action on previously identified
items.LERs, operational safety.rnonthly maint & ESF walkdown.
BURGESS.B.L Region 3 (Post 820201). 91/06/05.11pp. 58017:047-58017:057.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI,C.E, Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

R. Periodic operating reports & related correspondence

9106130019 Monthly operating repts for May 1991 for Dresden Nuclear Power
StaHon.W/910601 Itr.

MAXWELL,D;C., EENIGENBURG.E, Commonwealth Edison Co. 91/05/31.  27pp.
58149:001-58149:032.

DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH
REACTOR

I. Financial information

9106100509 Advises that MIT will provide NRC w/necessary info on finanacial assur-
ance for decommissioning of research reactor prior to 910901,per 910531 telcon.
POWELL.P.C. Massachusetts Institute of Technology, Cambridge,  MA.  91/06/03.
MENDONCA,M.M. Non-Power Reactors, Decommissioning & Environmental Pro]. Dir.
(Post 901216). 1p. 58051:355-58051:355.

P. Operating license stage documents & correspondence

9106270267 Forwards Chapter three of R Choi thesis on design & experimental evalua-
tion of epithermal neutron beam at MIT research reactor.covering history of early
boron neutron capture therapy trials.

BERNARD.J.A. Massachusetts Institute of Technology, Cambridge, MA. 91/04/16.
ADAMS.A. Office of Nuclear Reactor Regulation, Director (Post 870411). 39pp.
58245:218-58245:258.

9106120266 Discussess historical info on approval process for use of MIT research re-
actor medical beam therapy facility.

BERNARD.J.A. Massachusetts Institute of Technology, Cambridge, MA. 91/06/06.
Document Control Branch (Document Control Desk). 9pp. 58109:351-58109:359.

Q. Inspection reports, IE Bulletins & correspondence

9106250029 Ack receipt of 910314 & 0412 responses to violations noted in Insp Repts
50-020/91-01 & 70-0938/91-01 .NRC found no compelling reason for nondisclosure of
info in details section of insp repts.

KNAPP.M.R. Region 1 (Post 820201). 91/06/13. BERNARD.J.A., MASSE.F.X. Massa-
chusetts Institute of Technology, Cambridge, MA. 2pp. 58221:063-58221:070.

V. Operator Examinations

9106110049 Advises that PA Hopkins resigned position as senior reactor
operator.effective 910603.Senior Operator License SOP-10852 should be terminated,
BERNARD.J.A. Massachusetts Institute of Technology, Cambridge, MA. 91/06/05,
Document Control Branch (Document Control Desk). 1 p. 58096:278-58096:278.

DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION

F. Security, medical, emergency & fire protection plans

9106050265 Forwards final SALP Rept 50-029/89-99 for period 890801-910115.SALP
noted strong mgt involvement & good to superior safety performance in areas of
emergency preparedness & security & safeguards.

MARTIN.T.T. Region 1 (Post 820201). 91/05/20. KADAK.A.C. Yankee Atomic Electric
Co. 5pp. 58008:083-58008:142.

-9106050281 Final SALP Rept 50-029/89-99 for period 890801-910115.

*  Region 1 (Post 820201). 91/05/20. 35pp. 58008:088-58008:122.

-9106050283 Initial SALP Rept 50-029/89-99 for period 890801-910115.

*  Region 1 (Post 820201). 91/01/15.14pp. 58008:123-58008:136.

-9106050336 Requests that SALP Category 2 ranking re licensed operator staffing be
reexamined based on listed info.

THAYER.J.K. Yankee Atomic Electric Co. 91/04/16. MARTIN.T.T, Region 1   (Post
820201). 6pp. 58008:137-58008:142.

9106060050 Advises that Revs 8,9 & 10 to security training & qualification
plan.submitted via 890624,900403 & 910211 Itrs respectively.consistent w/provisions
of 10CFR50.54(p) & acceptable for inclusion into plan.

JOYNER.J.H. Region 1 (Post 820201). 91/05/28. THAYER.J.K. Yankee Atomic Elec-
tric Co. 2pp. 58002:325-58002:326.

9106140224 Forwards insp rept 50-029/91-06 on 910416-0525.NO violations noted
JOHNSON.J.R. Region 1   (Post 820201). 91/06/04. THAYER.J.K. Yankee Atomic
Electric Co. 4pp, 58128:043-58128:058.

ecovery Branch (Post 901230). 91/06/25. Uranium Recov-
